From owner-qrp-l@netcom.com  Wed Nov  2 00:08:36 1994
From: qrmodena@csemail
Message-Id: <9411020235.AA103137@csemail.cropsci.ncsu.edu>
Subject: Is Netcom.com constipated again?
Date: Tue, 1 Nov 94 21:35:43 EST

To my mind, it is not possible that silence has be fallen the
chipmunks of qrp-l.

73/Steve/AB4EL  ab4el@Cybernetics.NET

From owner-qrp-l@netcom.com  Tue Nov  1 08:15:36 1994
Date: Mon, 31 Oct 1994 07:55:15 -0700 (MST)
From: Robert Cutter <bcutter@csn.org>
Subject: Re: Keys for BACKPACKING ??
Message-Id: <Pine.3.89.9410310720.A17837-0100000@teal.csn.org>


I build in two keys in my rigs, a two piect PC board contact for the 
Electronic Hand Key that was featured in one of the ARRL Pubs, by DeMaw I 
think.  And two light contact switches to operate an electronic keyer.  
It requires two fingers but is easy to use.

72, Bob 

From owner-qrp-l@netcom.com  Tue Nov  1 23:59:41 1994
From: p.zenker@jpberlin.cl.sub.de (Peter Zenker)
Message-Id: <5_0Dd1aLsMB@dl2fi.jpberlin.cl.sub.de>
Subject: Re: QRP+ 1st Test Results from Berlin
Date: 01 Nov 1994 17:08:00 +0100

## Nachricht vom 01.11.94 weitergeleitet
## Ursprung : s2202629@np.ac.sg
## Ersteller: P.ZENKER@JPBERLIN.cl.sub.de

Hallo dear friend,

You asked at 28.10.94 about " QRP+ 1st Test Results from Berlin":

> Can you tell me more about this rig? I mean, like, cost, etc... And if you
> find it's really value for money?
yes, of course. The QRP+ is sold by Index Laboratories, 9318 Randall Drive  
NW
Gig Harbour, WA 98332
FAX: 206-851 57 25
for 595,-$ plus shipment
After the two weeks test, i think it is worth the money. It is not a FT- 
1000, but one gets a fine rig for the money. It is running SSB/CW from 1,3  
up to 30 MHz, Rx complet and TX on the US Amateur Radio frequencies.

> > May be, you can carry the argo, the TS50, the Scout,  but whats about the
> > battery ???? is your battery portable ?
> > (This QRP+ on my desk is running 120 to 130mA (one hundred thirty milli
> > Amps!!!) That is the current, I call portable!))
>
> I'm quite new to this ham stuff, and I never figured out the current you
> were talking about.
>
> The Argo, etc uses, around, 1.2A. Whereas the QRP+ usus 120mA. Does this
> mean, if we leave both running on a similar battery, the QRP+ will last 10
> times longer (if we receive only...)?
Yes, that does it mean. In the area of all band txvrs, tey normaly need  
much power e.g. abt 1,2 Ampere. The low range of the QRP+ i have never  
seen at comercial rigs, only homebrew rigs had such low current. I am  
using a 2.4 Ah Pb Akku with a little solar paneel and that is enough for  
days of operation.

72 from Berlin de Peter, DL2FI
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